Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 
Purser 


Atlantic Bridge 


Gavin J.S 
Neish R.J 
Bell R.W 

Daly J.L.H 
Oates J.W 


Bulk Carrier - 79,513 d.w.t. 


(ex Dorsetshire) 


Summer 1968 


(22/06/1968) 


Captain Pyle H.W 


Chief Eng Officer Kelly 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 


Carpenter Finlayson J 





Autumn 1968 


Carlise H.E 
Brown D.M 
Gibson S.H 
McMahon M.T.P 
Phillips T.H 
Traynor J.A 


(01/12/1968) 


T.M.C 


Hughes G.K 
Harvey C.A 
Bowen R.B 
Bowden D.H 
Lane T.M.J 
Marsden B.H 
Dobson B 


Captain Swift K.G.P 
Chief Eng Officer Douglas G.A.C 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 


Carpenter Blaze R 


McConnell R,J 
Turner K.W 
Grosvenor N 
Frazer K.A 

Fry P.D 

Lockie M 
Woodfine J.A 


Summer 1969 


(30/06/1969) 


Captain Cooper T 
Chief Eng Officer Douglas G.A.C 


Chief Officer Anderson K 2nd Eng Officer Mcdonald J.A 
2nd Officer Meredith M.T 3rd Eng Officer Turner K.W 
3rd Officer Brown J.A 4th Eng Officer Stroud J 

Radio Officer Bateman R.D 5th Eng Officer Rothwell M.W 

Purser Ashley E 6th Eng Officer Hampson A 


7th Eng Officer Billington S.A 
Electrical Officer Young I.D 
Carpenter Walker J.R 
Serang (Deck) Samad A 
Serang (Engine) Chakraborty S.K 
Storekeeper Allum S.M.Z 


Winter 1969 


(25/12/1969) 


Captain Jones E.H 
Chief Eng Officer Green H 


Chief Officer Neish R.J 2nd Eng Officer Lindsay W.D 
2nd Officer Gow P.D 3rd Eng Officer Quigley T.G 
3rd Officer Morgan A.J.L 4th Eng Officer Currid J.P 

Radio Officer Kielthy P.K 5th Eng Officer Harris J 

Purser Page D.F 6th Eng Officer Greenhalgh K 


Engineer Cadet Rich D.J 
Engineer Cadet Johnson D.T 
Electrical Officer Dunn R.B 
Carpenter Tregidgo A.J 
Serang (Deck) Samad A 
Serang (Engine) Chakraborty S.K 
Cook Nuruzzamam S.t 
Storekeeper Allam S.M.Z 





Summer 1970 


(01/07/1970) 


Neish R.J 
Bowyers K 
Maddison R 
Melia A 
McNeil R 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Jones E.H 
Chief Eng Officer Robertson A 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
5th Eng Officer 
6th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Glynn K 
Das A.N 
Mariadoss A 
Palma F 
Ibrahim M 





Spring 1971 


(01/04/1971) 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Preshaw H.E 
Robins M.R 
Bell R.N 
Williamson J.M 
McNeil R 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Pearson |.D 
Barnes D.A 
Stevenson W.A 
Byrne P 
Horsham R.J 
Hartley M.R 
Hague J.R 
Chambers K.A 


Captain King M.G 
Chief Eng Officer Robertson N 


2nd Eng Officer 
Ext 2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
2nd Elect Officer 
Walker J.R 
Saha D.C 
Sen M.D 
Gomes L.D 
Hossien S 





Godfrey A.P 
MacDonald D.J 
Long G.| 
Lockie M 
Hanks W.R 
Bagshaw F.M 
Dixon W 

Ward C.A 
Palmer R.P 


Spring 1972 


(29/04/1972) 


Chief Officer Boyle P 
2nd Officer Gibson S.H 
3rd Officer Magner J.R.P.V 


Captain Grey E.H 
Chief Eng Officer Findlay A 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 


Godfrey A.P 
Lambert P.W 
Jones A.D 


Radio Officer Walsh J.D 
Purser Maldonado A 


Ext 4th Eng Officer Summertield J 
5th Eng Officer Ratnayake S.L 
Jnr Eng Officer Arrowsmith D.R 
Electrical Officer Howley J 
2nd Elect Officer Hird A 
Blease T.V 
Chowdhury R.K 
Goribullah 
Ahmad M 


Carpenter 
Serang (Engine) 
Cook 
Storekeeper 





Autumn 1972 


(01/10/1972) 


Captain Swift K.G.P 
Chief Eng Officer Ashcroft T.S 
2nd Eng Officer Jenkins F 
3rd Eng Officer Turner W.G 
4th Eng Officer Hickey J.L 
5th Eng Officer Givens T 
Jnr Eng Officer Nicholson S.A 
Jnr Eng Officer Mathewson D 
Electrical Officer Higson A 

Khan N 

McHugh G 

Dey S.C 

Khan A.A 

Hossain M 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Underhill G.V 
Brown D.M 
Gooding J.E 
Glover G.F 
Matthews A 


Serang (Deck) 
Carpenter 
Serang (Engine) 
Cook 
Storekeeper 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Spring 1973 


(01/04/1973) 


Captain King M.G 
Chief Eng Officer Worthington T.C 





Pearson I|.D 
Kyle A.M 
Lamb S.G 
Unsworth E 
Clark P.T 
Eaton J.W 
Williams E.J 


Kirchin F.R 
Penny D.N 
Hickey J.L 
Cave D.A 


Garner J.E Jnr Chief Eng Officer 
Williams J.B 3rd Eng Officer 
Gooding J.E 4th Eng Officer 
Stephens S.H.W 5th Eng Officer 
Traynor J.A Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
Carpenter Miller A.J 
Autumn 1973 
(07/10/1973) 
Captain Swift K.G.P 
Chief Eng Officer Griffith H.V 
Brown D.M 2nd Eng Officer 
Webster R.A 3rd Eng Officer 
Moore A.M 4th Eng Officer 
Palethorpe J.G 5th Eng Officer 
Walsh J.J Jnr Eng Officer 


Jnr Eng Officer 
Electrical Officer 
Carpenter Peacock W 





Jenkins A 
Burton G.A 
McDonald F.G 


Winter 1973 


Captain King M.G 


Chief Eng Officer Twamley D.G 


Chief Officer Preshaw A.G 2nd Eng Officer Mortensen A.R 
2nd Officer Magner J.R.P.V 3rd Eng Officer Sadler A.J 
Uncert 3rd Officer Heywood G.J 4th Eng Officer Williams R 
Radio Officer Sandison J 5th Eng Officer Rutherford K 
Purser Kays W.H Jnr Eng Officer Ruston J.F 
Jnr Eng Officer Ogden H.C 


Electrical Officer Jefferies R.S 
2nd Elect Officer McGurk S 
Carpenter Miller A.J 





Summer 1974 


(18/09/1974) 


Captain Waldie J.W 
Chief Eng Officer Baker | 
2nd Eng Officer Hearn J.H 
3rd Eng Officer Stevenson W.A 
4th Eng Officer Cotton A 
Ext 4th Eng Officer Tucker W.E 
Jnr Eng Officer Findlay K.W 
Jnr Eng Officer Roberts A 
Electrical Officer Lovely J.W 
Serang (Engine) Subba P 
Cook D'Costa N 
Storekeeper Manzur A 


Chief Officer Railton W.A 
Ext Chief Officer Taylor R.1 
Uncert 3rd Officer Allen D.J.V 
Radio Officer Connolly P 
Purser McFaul G 





Chief Officer 

1st Officer 

Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 
1st Officer 
3rd Officer 

Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Winter 1974 


(01/03/1975) 


Captain Grey E.H 
Chief Eng Officer Fawcus F 


Taylor R.1 2nd Eng Officer McConnell R.J 
Robins G 3rd Eng Officer Firth M 
Mallet D.J 4th Eng Officer Willoughby B 
Gunn J.S 5th Eng Officer Altree N.A 
Haslam N Jnr Eng Officer Meikle R.J 
Lynn L.T Jnr Eng Officer Watson L.A 
McNeil R Engineer Cadet Twemlow A.J 
Engineer Cadet Jones R.C 
Electrical Officer Brown J.K 
Carpenter Brown J.K 
Serang (Deck) SinghG 
Serang (Engine) SenH 
Cook Myers D.E 
Storekeeper Hussain M 
Summer 1975 
(19/09/1975) 
Captain Waldie J.W 
Chief Eng Officer Baker | 
Allison J.K 2nd Eng Officer Carr D 
Raisbeck K 3rd Eng Officer McKellar W.W 
Kumar D 4th Eng Officer Smith J.M 
King B.J 5th Eng Officer Findlay K.W 
Jackson P.H.M Jnr Eng Officer Hayes S.G 


Goulbourne M.E 
Barraclough J.L 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
Blease T.V 
Singh G 
Sen H 
Myers D.E 
Hussain M.D 





McFadden J.P 
Whittle A.J 
Kelly R.W 


Staff Captain 
Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Winter 1975 


(16/02/1976) 


Captain Nisbet M.R 
Chief Eng Officer Wheeler D 





Reeves M.M 2nd Eng Officer Ratcliffe R 
Hardy P.S 3rd Eng Officer Oen N.M 
Williams P.G 5th Eng Officer Elliot A.K 
Baird |.H Ext 5th Eng Officer Britton M.A 
Hume M.S Jnr Eng Officer Davies C 
Welsh A.P Engineer Cadet Fairhurst F.W 
Ormrod W.R Engineer Cadet Dick P.J 
Levell R Senior Elect Officer Ward C.A 
Carpenter Glynn K 
Serang (Deck) SkT 
Serang (Engine) Babu G.C 
Cook Mohd T 
Storekeeper Manuel J 
Summer 1976 
(10/09/1976) 
Captain Routledge J.D 
Chief Eng Officer Willoughby R.S 
Morris D.J.M 2nd Eng Officer Firth M 
Kenyon P.R.H 3rd Eng Officer Smith J.M 
Ringrose I.G 4th Eng Officer Inman J.R 
Backes N 5th Eng Officer Sillars R.M 
Wheatley A Jnr Eng Officer Twemlow A.J 
Rigg M.A Engineer Cadet Hoyle J.A 
Kimberley D Electrical Officer Ward C.A 
C.P.0 Nicholas D.F 


Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Towas S 
Babu G.C 
Taj M 
Manuel J 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Winter 1976 


(23/02/1977) 


McLeod K 
Jeffery R.C 
Aindow J.A 
Meades G.W 
Ormrod W.R 
Oates J.W 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Woodfield J.R 
Chief Eng Officer Parker E.A 
2nd Eng Officer Webster A.D.C 
3rd Eng Officer Douglas P.F 
4th Eng Officer Bones M.T 
5th Eng Officer Webster R 
Jnr Eng Officer Ridyard D.M 
Electrical Officer Brown G 
Preston A.G 
Roy S.B 
Neogi P.K.G 
AliS 
Hossain M 


